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Soiilhein  (.iilifoi nia  Edison  (.o.  has  iiiloiiiifd  the  Atomic  Energy  Conimissiun  that  it  has 
(oiuliulfd  negotiations  with  W'estinghouse  aiul  Beditel  (lorp.  and  intends  to  prixeed  with  the 
(onstriK lion  ot  a  .H75,(KK)-kw  |x)wer  plant  at  a  capital  cost  of  $7K  million. 

The  |)roje(t  is  now  dependent  upon  negotiatialions  with  the  AE(1  on  a  satisfactory  contract 
tovering  research  and  development  and  waiver  of  fuel  charges  under  the  Power  Demonstration 
Reactor  Program.  .Also,  negotiations  must  he  completed  lor  a  plant  site.  Completion  of  the 
plant  is  scheduled  lor  |an.  1,  1*K>5. 


The  W'estinghouse*  pro|M>sal  to  the  .VEC.  covers  the  researcit  and  development  program  and 
its  major  goal  includes  the  development  ol  a  control  system  that  would  lead  to  the  design  of 
reactor  cores  with  long  life  and  more  efficient  fuel  hurn-up  and  of  a  luel  assembly  that  would 
rc-suli  in  reduced  laltrication  and  reprocessing  costs.  The  luel  would  he  uranium  oxide  and 
would  he  clad  with  stainless  steel  or  /.irconium. 


A  freak  snow  stcnni  clumped  as  much  as  7  in.  ol  snow  on  the  Puget  .Sound  area  Nov.  20-21 
and  kept  line  crews  working  around  the  clcnk.  l  acoma  City  l.ight  and  Puget  .Sound  Power  & 
Light  Co.  service  areas  were  hai<lc*st  hit  with  .Seattle  City  l.ight  oti  the  Iritige  of  the  stortn.  The 
wealhet  cottclitiotts  that  led  to  the  sttow'fall  caitscxl  two  slides  that  set  cotistritc  tiott  hack  oti 
Tacottta  City  Light's  .Mayfield  project  tiO  days. 


The  election  cd  V.  (L  Francis  tcc  the  iMtarcl  of  Thurston  County  Pll|)  will  prohahly  cause  the 
Pl'l)  to  tc'ciew  its  plati  lot  goitig  ittto  the  powet  hitsittess.  Fratuis  opposed  Frattk  T.  Meyer, 
ittc  tttnhettt  (hairntatt  of  the  c otnttiissiott,  deleatittg  hittt  h\  a  tnargitt  ol  ahttost  three  to  otte. 
Frattcis  c  atttpaigtted  ott  the  ptopositiott  that  the  PUD  shoiticl  seek  att  advisory  vote  of  the  peo¬ 
ple  ott  whether  it  shoitid  cottdettttt  Pitget  Power  properties.  .Meyer's  |>ositiott  was  that  the  PUD 
shoitid  go  ahead  with  the  .i< eptisit iott  withoitt  the  apptoxal  ol  the  electorate. 


Follow  itig  the  t eat  i aigtttttettt  pttHcedittgs  in  which  19  electrical  manulac turers  pleaded 
guilty  to  aniilrusi  charges  and  10  lompanies  entered  no  defense*  pleas,  Calilottda  city  attcl 
state  ollicials  were  ttteetittg  t«i  discitss  Ic’gal  procctlures  lot  recovcTy  of  triple  datnages  frottt 
the  littns  that  had  pleaded  guilty  to  atitttrust  violatiotts.  The  general  feeling  is  that  the  guilty 
pleas  will  improve  the  chances  of  shifting  the  hiirden  of  prcH»f  to  the  defendant.  Calitornia 
.\ttotttey  (.etteral  .Stattley  .Mosk  has  stated  that  (  alilotttia  cities  atid  ptthlic  ittilities  ageticies 
hare  heeti  "hilked  ol  ittattv  ttiilliotts."  Which  statetttettt  ttta\  or  tttav  tiot  he  liheloits. 


Lite  California  Pidrlic  Utility  Commission  is  heatittg  atgutnettts  hy  the  .Southerti  Califortiia 
I'clisott  (io.  attd  the  .Soitthettt  (ialilottiia  (dts  .Sitppliets  relative  to  Edison’s  pro|K>sed  LhlNL 
milc*,  $22.'>  million  pipe  line*.  Itt  a  ptthlic  statetnettt  Kdisott  says,  "We  have  heett  tryitig  vaittly 
lot  a  ttttttther  of  years  to  ohtaitt  Irotn  the  local  gas  cottipatty  att  at  t attgetttettl  ptoviditig  lor  att 
.idecpiale  depettclahly  sc  hechtlc-d  lottg  tertti  supply.” 

.\t  the  sattte  tittie  the  gas  interc*sts'  |K>sition  is  that  "paittstakittg  ellotts  to  oiler  the  type 
ol  itttet t itptihle  gas  service  their  citstottiets  tteecl  or  desire  cotisistetit  with  leasihiliiy  and  the 
hc-st  itttet  ests.”  Part  of  the  gas  c otttpatty's  posit  iott  is  that  a  separate  Kdisott  supply  woitlcl  roh 
thettt  ol  a  ntarket  for  itttet  rnptihle  gas,  w  hic  h  to  cl.ite  they  have  itsed  to  load  lac  tot  its  systetn. 
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Chairman,  Residential  Il  iriHi;  Committer 


SAN  DIEGO  GAS  AND  ELECTRIC  COMPANY 


Aggressive  promotion  to  maintain  the  high  standards  of  home 
wiring  is  vital  to  all  segments  of  the  electrical  industry. 

Home  builder  and  home  buyer  awareness  for  Full  HOUSF- 
POW  ER,  electric  kitchen,  laundries  and  better  lighting  has  been 
greatly  stimulated  by  the  Bronze  and  (iold  Medallion,  d'otal 
Fllectric,  and  Light  for  Living  Home  promotions.  The  big  markets 
ahead  for  electric  heating,  heat  pump  installations,  dishwashers 
and  air  conditioning  call  for  greater  sales  effort.  Competition  for 
the  home  owner’s  dollar  is  aggressive.  The  electrical  industry  must 
get  the  share  to  which  it  is  entitled. 

I'o  this  end  the  Residential  Wiring  Committee  of  the  PCE.\ 
will  take  active  leadership  in  the  following  support  program  in 
the  year  ahead: 

1.  Build  up  sales  awareness  through  sales  training  programs  for 
increasing  the  profitable  opportunities  in  Full  HOUSEPOWER  wiring  and 
high  quality  standards  established  by  Adequate  Wiring  Certification. 

2.  Make  constructive  efforts  toward  assuring  more  uniform  and 
forward-looking  codes  and  ordinances  throughout  PCEA  territory. 

3.  Encourage  and  provide  leadership  in  joint-industry  promotional 
activities  aimed  at  the  consumer. 

The  Residential  Wiring  Committee’s  membership  provides 
good  representation  for  every  section  of  the  electrical  industry. 
Its  achievements  serve  as  gains  for  all. 


<ozver 


PACIFIC  COAST  ELECTRICAL  ASSOCIATION 


Qurslions  and  mggrslions  on  any  PCEA  activity  are  invited 
530  W.  Sixth  St.,  Lo«  Angeles  14 
681  Market  St.,  San  Francisco  5 


Without  the  Edison  market  lor  gas,  there  is  a  strong  possibility  that  the  prices  of  gas  to  resi¬ 
dential  customers  woukl  have  to  go  up— still  another  advantage  to  the  electric  company. 


Kinsey  M.  Robinson,  board  chairman  of  Washington  Water  Power  Cn.,  termed  the  status  of 
the  (iolumbia  River  storage  treaty  with  Clanada  as  indefinite  and  indicated  that  it  should  not 
be  a  reason  for  delaying  dam  construction  on  the  Middle  Snake  River. 

His  comments  were  maile  following  report  ol  an  opinion  by  Under-Secretary  of  the  Interior 
Elmer  F.  Bennett  Nov.  22  that  dams  at  either  .Mountain  Sheep  or  Ne/  Perce  sites  on  the  Snake 
River  were  unnecessary  because  of  the  pro|>osed  treaty.  Bennett’s  views  were  contained  in  a 
letter  to  Federal  Power  (iommission  Chairman  [erome  Kuykendall. 

Robinson,  whose  tompany  is  participating  in  the  Pacific  Northwest  Power  (>).,  which  seeks 
a  license  to  builil  the  High  .Mountain  Sheep  Dam,  saitl:  "It  is  our  understanding  that  only 
tentative  agreement  has  been  reached  on  the  United  States-Canada  (>)lumbia  River  storage".  It 
still  must  be  put  into  the  form  of  a  treaty  and  then  approved  by  the  legislative  bodies  of  both 
nations.  We  have  no  assurance  that  the  treaty  will  beiome  elfective  in  the  near  future." 

First  return  of  Chinook  salmon  hatched  siiue  Portland  (ieneral  Electric  (k).'s  Pelton  Dam 
was  built  on  the  Deschutes  River  shows  a  Yl'/t  increase  «)ver  the  average  of  the  three  previous 
years.  T  he  IHfiO  run  totaled  7(>d  fish. 

Land  actpiisition  and  right-of-way  costs  for  the  Wells  Dam  project,  which  the  Douglas 
('.ounty  Public  lUility  District  wants  to  build  near  .\/well,  Wash.,  on  the  Columbia  River 
may  total  $11.7  million.  PUD  officials  said  the  figure  includes  relcMation  of  facilities  at 
the  towns  of  Pateros,  Brewster  and  Briclge|K)rt,  Wash..  |)rivate  property,  land  for  highways 
.end  railroads,  replacement  ol  fishing  rights  to  Indians  and  relcKation  or  replacement  of 
other  facilities.  The  projec  i  would  affec  t  more  than  lO.tMM)  ac  res  of  land. 


Bonneville  Power  .Xciminisiration  and  l’nitc*d  Pacific  .Aluminum  Coip.,  Los  .Angeles,  has 
signed  a  20-year  power  contract  lor  establishment  of  a  new  aluminum  reduction  and  process¬ 
ing  plant  near  Longview,  Utah.  Fhe  contract  calls  for  l.'i.OOO  kw  ol  firm  and  15,000  kw  of 
secondary  industrial  power  for  operation  of  two  potlines  with  an  annual  production  capacity 
ol  some  15,000  tons  ol  pig  aluminum.  Initial  power  delivery  is  schedided  lor  Jan.  .HI,  1902. 
Cross  power  revenues  lor  BP, A  from  United  Pacific  .Aluminum  operation  will  total  al>out 
$  I  ..5(M1.(MI0  annually  when  lull  contract  demands  are  delivered. 


The  Montana  Power  Cc».  has  long-range  plans  lor  a  second  steam-electric  generating  |)lant 
in  the  Billings  area  which  will  use  coal  Irom  the  Colstrip  area.  Company  studies  indicate 
.idclitional  generation  will  be  needed  about  1901  or  1905,  although  action  on  the  High  .Moun 
lain  .Sheep  project  license  may  determine  whether  the  steam  plant  may  be  built  then. 


(ntige  Dam  construction  enters  linal  days  with  the  last  [Muiring  ol  the  support  decking  ol 
the  giant  gate  structure.  The  decking  will  support  the  hoisting  mechanism  leer  the  two  208- 
ton  gate's  which  are  now  in  the  linal  stages  ol  construction  in  place  in  the  gate  structure. 
Workmen  ate  presently  riveting  the  skin  plates  to  the  gate  framework.  Lhere  will  be  a  total 
ol  21,108  liveis  chi\en  in  the  two  gates  when  the  woik  is  completed.  Construction  is  pro¬ 
ceeding  on  schc'clnie  and  will  be  completed  in  lime  to  meet  the  |an.  I  deadline. 
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More  than  350  senior  students  from  102  high  schools  will  take  part  in  a  seminar  on  Peace¬ 
ful  Uses  of  Atomic  Energs'  to  be  sponsoretl  by  Arizona  Public  Service  Uo.  at  Arizona  State 
Lhiiversity  on  Jan.  7.  A  key  speaker  will  be  Ci-E’s  Francis  K.  .\IcUune,  who  will  talk  on  the 
atom  and  the  world  of  tomorrow. 

A  $100,000  operating  and  promotional  budget  for  1901  has  been  approvetl  by  tlirectors  of 
the  recently  formed  Valley  of  the  Sun  Elc*ctric  League  at  Phoenix.  .An  outgrowth  of  the  Ap¬ 
pliance  .Merchandisers  Assn.,  the  new  league  has  been  broadened  to  incliule  all  segments  of 
the  electrical  industry.  A.M.A  will  continue  to  promote  appliances  as  an  affiliate  of  the 
league.  R.  N.  Ruecker,  who  succeeded  the  late  Bill  Johnson  as  .A.MA  manager,  is  in  charge  of 
the  new  league.  Officers  are:  president,  Vaughan  A.  Pierce  of  the  Salt  River  Project;  Ernest 
E.  (;annon,  .Appliance  .Merchandisers  .Assn.,  vice  president:  Cirant  E.  Redmond,  Electric  Supply 
Distributors,  secretary-treasurer.  Directors  are  Roily  .Alexaiuler,  Electrical  Joint  Industrv 
Board;  Harold  V.  Washburn,  National  Electrical  Uontractors  .Assn.;  Don  Willis,  .Arizona 
Public  Service  Co. 

With  dryers  as  the  target.  Southern  C'.alifomia  Edison  Co.  and  the  Department  of  Water  It 
Power  will  conduct  their  first  joint  promotional  (am|)aign  under  Los  .Angeles  Electric  I.eague 
operation  in  February.  New  league  headquarters  have  been  set  up  by  .Mel  Kenneily,  manager, 
at  1830  W.  Eighth  in  Los  Angeles. 

Sangamo’s  Springfield  manufacturing  facilities,  which  hail  been  closed  by  strike  since 
Nov.  2,  were  back  in  operation  on  Dec.  12,  following  an  agreement  between  EA.M  mendjers  and 
the  company.  A  new  contract,  which  runs  for  two  years,  contains  wage  and  fringe  benefits 
amounting  to  between  12  and  14(‘.  A  part  of  the  old  cost  of  living  adjustment  was  retained 
but  limits  were  established  in  event  of  increased  inflation.  During  negotiations  the  company 
t(K)k  the  position  that  labor  costs  must  remain  competitive  so  that  prixluct  prices  could  be 
held  down.  Orders  w'hich  could  not  be  fillcxl  from  stock  during  the  strike  are  being  resched- 
uled  for  prompt  delivery,  it  is  reported. 

Lamp  Works  of  General  Electric  Co.  established  in  1903  in  Oakland  closes  permanently  Feb. 
10,  according  to  Rees  D.  Paine,  plant  manager.  Fhe  plant,  located  since  1912  at  1018  Camp¬ 
bell  St.,  Oakland,  on  a  site,  was  one  of  the  oldest  of  General  Electric’s  133  manu¬ 

facturing  plants  anil  at  one  time  manufactured  a  large  share  of  the  incandescent  lamps  used 
in  the  Western  states.  Greatly  increased  automation  at  more  modern  Eastern  plants  j)lus 
transportation  of  comjKtnents  makes  it  uneconomic  to  continue  the  Oakland  operation.  Its  173 
emjdoyees  (ieneral  Electric  will  seek  to  relocate. 

With  the  new  year  comes  many  a  wage  scale  increase  where  such  was  negotiated  in  the  past 
year  or  two.  Elsewhere  it  is  time  to  gird  for  opening  negotiations— such  as  in  Utah.  Ru¬ 
mors  of  some  pretty  fantastic  demands  are  whispered— “the  San  Francisco  area  plumbers  are 
after  more  than  $l-an-hour  increase  and  they  have  the  highest  scale  now.”  Quietly  Bay  area 
IBEW  locals  have  been  laying  down  a  barrage  before  going  over  their  tops  for  a  local  pension 
in  addition  to  their  national  one.  (lontractors  shudder  to  think  of  the  added  costs  and  ac¬ 
counting  complexities,  already  made  almost  insoluble  by  previous  health,  welfare  and  vacation 
entanglements  .  .  .  San  Francisco  Ghamber  of  (lommerice  reported  that  construction  wages  in 
the  city  had  advanced  13.3*/^  during  I9()(). 

.State  lcgi.siatures  and  Gongress  will  reconvene  in  January.  Although  the  Kennedy  victory 
was  slim,  unions  have  been  readying  a  large  number  of  bills  to  strengthen  their  grip.  At  a 
recent  (iaiitornia  lalxtr  federation  meeting  four  major  programs  were  announced. 

In  Utah  another  try  for  state  inspection  will  be  made.  Lester  johttson,  ttow  retired  frottt 
(i-E  but  utttirittg  in  his  energy,  has  beett  asked  to  head  the  tttove  oti  behalf  of  ittspei  tors 
and  contractors  for  a  bill  for  state  inspectiott  .  .  .  Electrical  inspectors  atiil  the  ittdustrv 
hotiored  Les  Johnsoit  at  a  dinttet  itt  his  behalf  at  the  Dei  .  13  meetittgof  Utah  (Chapter,  lAEI. 

Whether  it  has  the  authority  to  license  fuel  oil  dealers  to  sell  attd  install  eleitrii  heatitig 
equiptnent  is  being  referred  to  corjKtration  louttsel  by  the  city  louttcil  ol  Seattle.  The  Oil 
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Heat  Institute  requested  the  licensing.  R.  W.  Bell,  state  chief  electrical  inspector,  told  the 
council  that  the  state  law  bars  cities  from  licensing  and  electrical  contractors  are  examined 
and  licensed  by  the  state.  .Maynard  Sundt,  manager,  Puget  Sound  (Chapter,  NEC..A,  endorses 
the'  state’s  position.  The  question  arises  because  the  other  fuel  heating  contractors  now  want 
to  get  into  the  growing  electric  heating  business. 

Sacramento  will  soon  have  a  new  chief  electrical  irLspcxtor  as  Lester  E.  W'oldit  retires 
|an.  1.  Tony  Nastro,  who  has  been  an  assistant  for  the  past  two  years,  will  be  the  new 
chief. 

.Apprentices  numl)ering  125  were  graduatc*d  with  honors  at  a  dinner  sponsored  by  Local  1 1, 
IBEW,  and  Los  .Angeles  Chapter,  NE(;.A,  Nov.  22.  The  group  brings  to  a  total  well  over  I, ♦>()() 
graduates  of  the  joint  lalior-management  program  initiated  in  1950.  Six  outstanding  appren¬ 
tices,  chosen  by  the  six  IBEVV  districts  of  the  county,  received  the  traditional  $50  savings 
boiul  from  the  union  and  a  wrist  watch  from  the  contractors'  a.ss<K'iation.  Presentations  were 
made  by  Webb  (ireen,  Lcwal  II  president,  and  Ray  V'.  Carey,  executive  vice  president,  NEC.A. 
.Apprentices  were  Byron  Langilon  Hanna  of  lnglew(H)d,  Earl  W  ayne  Hust  of  Westminster, 
l.awreme  Paid  .'VIcCaithy  of  Sunlaifvl,  Thomas  O’Pairick  .Vlarsaw  of  West  Covina.  William 
Henry  Higgins  and  .Albert  Lo|h-/  of  Los  .Angeles. 

(lhangt'-over  complelcxl,  the  lormer  liuandesient  Supply  (,o.  of  Pasadena  will  be  renamed 
ESI)  Electric  .Supply  Ci>.  of  Pasadena  since  Dei.  1.  Harold  .M.  Slott,  manager,  announced  the 
change  in  name,  whereas  the  change  in  ownershi))  oiiurred  in  )uly  M.MiO.  The  Pasadena  lina- 
tion  brought  to  a  total  of  I  I  the  branches  of  Eleitric  Supplies  Distributing  Co.  headquartered 
in  San  Diego. 

Rocky  Mountain  Elcxtrical  Manufacturers’  Representatives  (dub  will  hold  its  third  elec¬ 
trical  exhibit  at  the  Denver  Hilton  and  iMcupy  the  two  IIimhs  of  the  large  convention  cetiter 
with  some  150  b«K>ths,  Feb.  21-22,  lOtil.  james  T.  Wall  of  Voting  Electrii  &  .Mfg.  Co.  is  show 
chairman  with  headquarters  at  Mil  Welton  St.,  Room  .H2<>,  Denver.  The  show  is  put  on  by 
the  nonprofit  organi/ation  whiih  has  held  two  previous  shows— 1958  at  the  city  auditorium 
with  70  exhibits  and  1959  at  the  Tower  .Merchandise  .Mart  with  KM).  None  was  held  in  1900 
to  put  the  shows  on  a  biennial  basis.  Exhibits  will  consist  of  electrical  and  electronic  equip¬ 
ment.  It  will  be  an  invitational  and  not  a  public  show  with  industry  attendance  estimated  at 
around  f.O(M)  to  5,0(M)  visitors  from  ten  surrounding  states. 

The  Industrial  Electrification  Council  which  has  been  sponsored  since  1951  by  some  utili¬ 
ties  through  FTd  and  some  manufacturers  will  now  be  co-sponsored  by  EEI  and  NE.M.A  starting 
|an.  I.  .\mong  its  projects  lor  the  year  are  an  industrial  power  ilistribution  course,  first 
developed  by  West  Penn  Power  Co.  anil  co-sponsoreil  by  N’EC.A;  an  Eleitric  Comfort  Heating 
lor  Industry  program,  an  industrial  electrii  heatitig  program,  a  metal  sheath  electric  heater 
lourse  and  in  I9ti2  a  national  itulustrial  eleitric  heating  conference. 

.Snake  River  Valley  Electrical  .As.sn.’s  big  annual  «>nference  will  be  held  on  Edison's  Birthday. 
Feb.  II,  in  Boise,  the  last  day  of  National  Electrical  Week.  F'eatureil  luncheon  speaker  for  the 
lonlerenie  and  lot  the  local  business  |>opulation  will  be  .Millard  Bennett,  an  assiuiate  ol 
Dr.  Norman  Peale,  londuiting  the  Peale  Bennett  Forum  for  sales  groups. 

Illuminating  Engint'ering  SiKiety’s  thrcx.*  Western  ri'gional  conference  dates  and  places  have 
been  .set.  The  Intermountain  conlerence  will  be  held  at  Hotel  lUah.  .Salt  Lake  City,  .May  I 
.mil  2.  Wavne  MuliiKk,  I'tah  Power  &  Light,  is  the  general  chairman.  The  .South  Pacific 
Coast  conferenie  will  be  held  at  .Sacramento  Inn  .May  I,  5  anil  ti,  with  .Mel  P.  Fenton,  .Smi>ot- 
Holman  Ca).,  .Sacramento,  as  general  chairman.  The  Pacific  Northwest  regional  conference 
is  siheduled  lor  Harrison  Hot  .Springs  at  Harrison,  B.  C.,  and  E.  .\.  .Adams  of  (iriffon  Sales 
Ltd.,  X'ancouver,  is  general  chairman. 

Senator  (ieoige  .Sniathers  of  Florida  and  his  .Senate  Committee  on  .Small  Business  has  been 
brought  into  the  ait  by  National  Indnstrial  .Si-rvice  .\ssn.  to  request  the  Department  of  justice 
to  investigate  the  expanding  service  facilities  ol  (ieneral  Eleitric  and  Westinghouse  in  the 
motor  .mil  apparatus  service  industry. 
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From  the  Desk  of  R.  T.  Person,  President 
Rocky  Mountain  Electrical  League 

Recap  of  last  half  of  1960— The  annual  fall  convention  of  the  Rocky  Mountain  Electrical 
League  was  held  at  the  Denver  Hilton  Hotel,  Denver,  (k)lo..  Sept.  7  through  9,  under  the  chair¬ 
manship  of  Arnold  Buck,  district  manager  of  VVestinghouse  Electric  Ckjrp.  I'otal  registration 
for  the  men,  199— ladies,  87.  Donald  Spangenberg,  chairman  of  the  program  committee,  again 
is  to  be  complimented  on  the  outstanding  speakers  and  general  program.  'Fhe  Billie  Sterne 
golf  tournament  at  the  Columbine  Country  Club  was  won  by  Everett  (k)llier  of  Cxjllier  Elec¬ 
tric,  and  by  winning  he  made  a  grand  sweep  of  botli  of  our  golf  tournaments— the  first  time 
in  our  history.  At  the  annual  membership  meeting  Paul  E.  Br(K)kover  was  elected  president 
for  1961.  The  following  members  were  elected  to  the  board  of  directors  for  two  years:  A.  B. 
Baumgartner,  vice  president.  Sturgeon  Electric  Co.,  Denver;  P.  E.  Brookover,  vice  presitleni 
and  general  manager,  Cheyenne  Light,  Fuel  &  Power  (k).,  Cheyenne;  .\rnold  F.  Buck,  W'est- 
inghouse,  Denver;  James  W.  Cryder,  president,  Colorado  Central  Power  Co.,  Englewootl;  Very! 
Hoover,  general  manager,  Wyoming  Division,  Pacific  Power  &  Light  Co.,  Casper;  I).  B.  Hyer 
Jr.,  president.  Southern  Colorado  Power  Ck).,  Pueblo;  j.  P.  Roger,  district  manager,  (i-E,  Lamp 
Division,  Denver;  Neil  Simpson,  president  and  general  manager,  Black  Hills  Power  &  l.ighi 
Ck).,  Rapid  City,  S.  I).;  Ward  'Ferry,  president.  W  ard  Ferry  &  Co.,  Denver. 

The  new  board  of  directors  selected  the  following  officers  for  1961:  vice  presidents— M. 
Brennan,  vice  president  and  general  manager,  Stearns-Roger  .Mfg.  Co.,  Denver:  Very  I  Hoover, 
PP&L,  Casper;  Neil  Simpson,  BHP&L,  Rapid  Clity;  Warren  .\.  'Ferry,  j)resident.  Home  Light 
&  Power  Co.,  Cireeley;  treasurer— Henry  A.  .Mitchell,  secretary  and  assistant  treasurer,  Publi* 
•Service  Co.  of  Colorado,  Denver;  assistant  treasurer— Earl  (i.  .\rmstrong,  vice  president-finaiu  e 
and  secretary,  Colorado  Ckmtral  Power,  EnglewtKHl;  secretary— B.  P.  .Motttagriff,  manager, 
R.MEL,  Denver, 

Our  sales  promotion  program  continued  in  high  gear  with  a  freezer  (ampaigti,  Aug.  15  to 
Sept.  30.  Theme  of  the  program  was  “No  Bones  .About  It  .  .  .  We  Need  a  Free/er.”  .Awards 
were  made  to  the  dealers  by  the  ilistributors  for  live  free/er  displays  in  the  dealers'  stores. 

The  Local  Ckrlorado  Appliance  &  Radio  Dealers  .Assn,  retpiested  that  a  fall  dryer  (ampaign 
be  contlucted.  The  distributors  and  utilities  cooperated  with  the  R<Mky  .Mountain  Electrital 
League  in  staging  a  dryer  promotion  program  during  the  periml  Oct.  17  to  Nov.  12,  1960. 
'Fheme  of  the  promotion  was  “Save  Ciolden  Hours  With  an  .Automatic  Clothes  Dryer."  Dealers 
participated  by  givitig  50  (iold  Bond  stamps  with  each  (ustomer  demonstration.  Customer  par¬ 
ticipation  was  through  registration.  Drawings  were  held  weekly  during  the  totttest— final 
drawing  on  Nov.  18.  Each  week  33  prizes  of  Gold  Boiul  stamps,  in  the  amount  of  1(K),000 
stamps,  were  given  to  the  winners  and  200,000  stamps  in  the  final  drawing.  Dealers  reported 
a  decided  increase  in  business  because  of  this  promotion. 

Fhe  league  olfite  is  reteiving  each  day  nominations  by  the  membership  for  the  various 
committees  in  connectioit  with  the  league  activities.  Fhe  response  has  been  gratilying  and 
greatly  appreciated. 

.A  joint  meeting  of  the  dealers’  sales  promotioti  cotnmittee,  the  distributors  and  utilities  was 
held  on  Oct.  27.  Plans  for  the  sales  and  promotion  talendar  lor  196)1  were  discussed  and  linal- 
i/ed.  Participatioti  by  all  the  utilities  in  our  area  is  a  decided  step  lot  ward  and  we  are 
planning  on  excellent  e  extperation  in  a  united  el  fort  in  1961. 

Fhe  Christmas  Lighting  Contest  committee  met  Nov.  16  and  plans  discussed  lor  the  annual 
Christmas  Lighting  (kuitest.  We  are  pleased  that  The  Dntvn  Po.st,  junior  Chamber  ol  Coni- 
inerce  and  the  utilities  are  participating  in  this  contest. 

We  are  pleased  to  welcome  the  following  new  memlH*rs:  .Manutac  turers'  Division— 1..  .A. 
Christopher  (k).,  L.  .A.  Christopher,  presidetit;  Cutler-flaitnner  Inc.,  .M.  C.  Larvin  and  Bill 
.Shride;  Elliott  Co.,  jack  H.  Petersen;  R  &:  .M  Sales  (k).,  jiin  Raney,  president;  Strong  Iv; 
Humphrey,  J.  ,M.  Humphrey  and  1.  W.  Strong.  Distributors’  Division— Foster  Frosty  FcmccIs, 
Herbert  Foster,  (k)ntractors’  Division— Howard  Electric  Co.,  Fom  Howard;  Spurling  it 
Bradley  Electric  (k).,  Fhomas  E.  Spurling  and  Forest  R.  Bradley. 
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Only  Simplex  C-L-X . . . 
the  Completely  Sealed 
Cable  System ...  is  Built 
for  Torturous  Conditions 
Like  This 


The  cable  you  see  here  is  not  interlocked  armor.  It  is 
Simplex’  new  C-L-X  .  .  .  the  completely  sealed  cable 
system. 

•  Completely  sealed  against  liquids  and  gases. 

•  Protected  against  mechanical  damage  by  a  continuous, 
corrugated  metallic  sheath. 

•  As  pliable  as  unsheathed  cable  because  of  its  corrugated 
design. 

•  Needs  no  separate  duct  or  conduit  in  any  environment. 

•  Nonferrous  sheaths  can  be  designed  to  function  as 
grounds  or  shielding. 

Simplex  C-L-X  is  impervious  to  liquids  and  gases,  is  re¬ 
sistant  to  all  forms  of  mechanical  damage,  and  Ls  as  pliable 
as  unsheathed  cable. 

Available  with  sheaths  of  steel,  aluminum,  cop(>er  or 
bronze,  and  with  or  without  outer  plastic  jacketing. 
Simplex  C-L-X  provides  the  ideal  solution  for  almost  any 
installation,  particularly  those  in  which  cable  life  is  limited 
by  severe  ambient  conditions. 

Write  today  for  illustrated  brochure  containing  application 
and  engineering  information. 


WIRE  &  CABLE  CO. 

Cambridge,  Mass.  •  Newington,  N.  H, 


Simplex  C-L-X  combines  cable  and  duct  in  one  integrated  system.  Metal,  in  the 
form  of  a  continuous  flat  strip,  is  formed  into  a  weld^  tube  around  the  insulated 
cable.  The  metal  tube  is  then  corrugated  to  form  Simplex  C-L-X. 
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Perfect  service  is  a  goal  of  PGS 


Continuous  service  —  without  interruption  —  is  a 
continuing  goal  of  Portland  General  Electric  Com¬ 
pany,  Portland,  Oregon.  Making  electric  utility 
service  as  close  to  perfection  as  possible  is  a  specialty 
of  Anderson  Electric.  A  good  example  is  Anderson’s 
Type  ADE  Aluminum  Dead-end  Clamp  —  designed 
for  easier  working  on  an  energized  line,  as  you  can 
see  in  the  photograph  above  ...  no  need  for  any 
service  inrterruption  to  customers. 

The  ADE  features  (1)  All-aluminum  body  and 
keeper  piece;  (2)  One-piece  keeper  assembly  to  facili¬ 
tate  hot-line  installation;  (3)  Lifting  eye  on  keeper 
for  hotstick  work;  (4)  “Come-along”  eye  for  sagging 
cable  with  stringing  tackle;  (5)  Flared  mouth  to 
prevent  conductor  chafing  and  vibration  damage; 


(6)Anderson’s  patented  “Snub-Seat”  for  higher  hold¬ 
ing  power  (pat.  no.  2,884,476). 

For  additional  information,  see  your  nearest 
Anderson  Representative. 

WESTERN  REPRESENTATIVES— Hamilton  Associates,  1236  Elati  Street,  Denver 
4,  Colo.  Industrial  Engineering  &  Equipment  Corporation,  2975  Wilshire 
Boulevard,  Los  Angeles  5,  Calif.  Muth-Richards  Company,  1804  Bush  Place, 
Seattle  44,  Wash.  Andrew  L.  Polich,  Inc.,  734  North  Glisen  Street,  Portland 
9,  Ore.  Wrathall  &  Krusi,  Inc.,  681  Market  Street,  San  Francisco  5,  Calif. 


DERSON  ELECTRIC 


Research  fQuatity  f  Performance/ in  Aluminum  and  Bronxe  Prttducii 

ANDERSON  ELECTRIC  CORPORATION  •  BIRMINGHAM,  ALABAMA 
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